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THIS 1S UNEVALUATED INFORMATION 


Ls Plant No 91 (see 4 of annex) 
Qo Location: 
The plant is in Beketovka (& 4415/N 48 25) on the Western bonk 


of the Volga River. ‘The Plant extends for sevezel loneters wo 
and has about 2U large workshops. ae build-= 25X11 
ings indicated in annexed sketch. 


b.» ‘VJork Forces: 


The total work ferce could not be estinated. Tacre were about 
700 Pls in each of the three Sehour shifts, 


C5 .ateriagl shipments; 


Selt, limestone, charcoal, and sulphur. The rew materials came 
pertly on river barges, partly by rail. 


ad. production in Some Departments: 
(4s fer as) SP BUS itere prohibited to enter certaitr. 


workshops), 
(1) Department 3a; 


Filling of mortar ammunition. Six hundred boxes, each containing 
three mortar shells, were processed during one shift. “Jork was 
done in two 12-hour saifts. Une-man horm per shift: 40 boxes. 


(2) Depertment 5: Production of chloride of lime. 


(3) Department 6; Two different gases produced from sulphur and 
charcoal were mixed. During the mixing operntion,a liquid was pre=- 
Cipitated which nto steel cylinders cnd shipped wway bir 
rail, Sulphur and charcoal to the nixing cone 
teiners, LIsht men had to convey £24 tons of charcoal and 64 tors of 
Sulphur per whift. 5X4 
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2. power plant (sce ¢ of annex) 


a. The pl:nt consists of the vollowing buildings; 


(1) Boiler, turbine, .nc distributin= house (sc. 2 or Annex) 
with about seven suoxestaci.s risinne 3 ueters above the roof. 


(2) Tro storcce sheds (d of annex) 
(3) wvepot (¢ of Annex} 


(4) aduinistration building (b of .nnex) 


(5) Coul dump (6 of .nnex). 
b. . chine eguipuent: 


There arc eicht furnaces in the boiler house, four in overstion. 

w» large new furnace was under construction after January 1947 and 

was almost completed in Deccubcr 1947, iecordin: to soviet infor- 

aation,this vurnece will heve the sae output as the eight fur- 
5X1 maces coibined. [| —~—~—“‘*‘s*C*éidi’:«sGUH: «Plat OMY ~ few times 

and thercivore could supply no detniled inforunation. 


c. Pover supply: 


This power plant will allcgediy supply the Stalingrad Raion, 
according to sovicts. The power supply varicd considerably during 
the time of observstion and there are frecuent shut-off periods. 


25x1|____| comments 


oi his report convir.s information in a previous report.* 

G50) invicsutes for the sirst ting that machines o. the voruer Dyhern- 
Turth(P 52/G £3} Sarin Flant were stored in the - rea ef the Chemi- 
cal Plent io 91 in eketovia. 


l wnmex: Chenicsl Plent tio 91 in Beketovia 
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Leczcnd to unnex: 


Levend to layout sketch of the cheuie-1 Plent oc Gl in pexetoviie 
we J 


a Plant Jo 91 
1 bepart.int No 1, about 400x1¢U neters 
2 n Yo 2, about So0x1lcu neters 
oa e No 3a about 150x50 meters 
4 " No 4, about 2c0x50 meters 
5 " To 5, about 150x50 meters 
6 " No 6, about 2cOx70 meters » throeestory structure 
il " iO ll,abouts 189x50 meters 
14 " No 14,about S0Ox30 meters - 
2 " WO 20,about 100x5t meters 
- 
fi stora sc place with machines ot the vyhernfarth Pant [7 
C Pover Plant (Scx5uc eters) 
a Turbine house (20 0x1¢5 neters, four-story structure) 
b iidnistrotion builcing (50x20 ucters, tvo~story structure) 
¢ Depot (150x5b cicters) 
ad tro storace shlcds (ecch 502%5¢ meters) 
2) coal dump. 
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